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TEST EQUIPMENT FOR SYSTEM 6 


MP NO.OF 
ITEM NUMBER NOMENCLATURE UNITS 
i! MP-11037 GENERATOR, SIGNAL, HSWLETT- t 
PACKARD NO. 612A 

2! MP-11069 ANTENNA, SPIRAL, TEST 17'_ 
Re W DWG.NO. SK24-04-153 i 
3* V.T.V.M, HEWLETT-PACKARD 
| NO, 4004.8 t 
re MeGK AVE POWER METZE | 
| MEWLETT-PACKARD 490C ee 
5* THERMISTCR MOUNT 
Hi WLETT-PACKARD 4773 { 
o! MP- 11844 CABLS, ANTZNNA, FOR (7" 
SPIRAL PER R-W DWG NO. 
SK24- 36-106 , ‘ 
= GENERATOR, VARI-SWEEP 
KAY SLEGTRIC CO, t 
8. ATTENUATION NETWORK, 
RADIO FRECUENCY, THE DAVLN 
GO, NO, 642-50 i 
9 MP=f1113 TYPS1%-D PRD ATTENUATOR, 
| | 20 DB 3 z 


5 ” 
i NOT NEC TSSARY IN LOCATIONS HAVING SYSTEM 4 
TEST EQUIPMENT. 


rs REQUIRED FOR CALIBRATING SIGN 42. EN ERATORS 
FOR SYSTEMS t, 3, 4, 5 AND 6. 


REQUIRED FOR ALIGNING H.R.B, AMPLIFICR. 
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